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LIMITED OFFICIAL USE ROME 11916 
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E.O. 11652: N/A 
TAGS: ENRG, IT, US 

SUBJECT: US-ITALY BILATERAL ENERGY WORKING GROUP (EWG): 
ELECTRICITY RATE STRUCTURE EXPERTS 

REF: ROME 9705 

1. PROFESSOR ANGELINI, PRESIDENT NATIONAL ELECTRICITY 
AUTHORITY (ENEL), HAS INFORMALLY INDICATED A DESIRE TO TAKE 
ADVANTAGE OF ASSISTANT SECRETARY ENDERS' OFFER TO PROVIDE 
ELECTRICITY RATE STRUCTURE EXPERTS AS EXPRESSED AT JUNE 28 
EWG MEETING (REFTEL PARA 37). 

2. FOLLOWING ITALIAN VACATION PERIOD, EMBASSY WILL WORK 
OUT DETAILS WITH ENEL OFFICIALS. VOLPE 
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